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STATE FOR ASSISTANT SECRETARY ARMSTRONG AND ASSISTANT SECRETARY 
KUBISCH 

STATE ALSO PASS EXIMBANK 
FROM AMBASSADOR 
E.O. 11652: N/A 

TAGS: ENRG, ETRD, BGEN, DR 

SUBJECT: WESTINGHOUSE ELECTRIC CORP. FAILURE TO PERFORM 
REFS: (A) SD 4151: (B) STATE 200918; (C) STATE 200919 

1. I AM GRATEFUL FOR YOUR HAVING TAKEN PERSONAL INTEREST IN THIS 
PROBLEM AND KNOW THAT CLOSE LIAISON WITH WESTINGHOUSE WILL BE 
MAINTAINED TO ASCERTAIN PROGRESS IT IS MAKING TOWARD OBTAINING 
TRANSFORMERS 

SO THAT GENERATING CAPACITY WILL BE AVAILABLE AS CLOSE TO PROMISED 
DATE AS POSSIBLE. WE SHALL OF COURSE APPRECIATE BEING INFORMED OF 
PERTINENT DEVELOPMENTS. 

2. FYI. ON OCTOBER 5, AFTER CONSULTATION WITH EMBASSY, AMERICAN 
CHAMBER OF COMMERCE HERE HAS SENT TELEX DIRECT TO WESTINGHOUSE 
CHAIRMAN BURNHAM RELAYING CONCERN WITH WHICH CHAMBER DIRECTORS 
VIEW THIS SITUATION. INDIVIDUAL CHAMBER MEMBERS ARE ALSO APPROACH- 
ING HIGHEST LEVELS OF WESTINGHOUSE ON BEHALF OF THEIR COMPANIES. 
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3. PRESIDENT BALAGUER'S COMMENTS DURING HIS OCTOBER 10 
ADDRESS ON ELECTRICAL GENERATING CRISIS FOLLOW IN SEPARATE 
MESSAGE. 

HURWITCH 
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